DinBiao is one of Asia's most advanced high precision fastener manufacturers.The company specializes in the production of high strength fastener while also offering a complete supply solution for all types of industrial fasteners.

DinBiao's high-tech manufacturing facility in China operates with computerized production lines, automated sorting, packing and warehousing to ensure superior product management and 'on time' delivery performance.

Through a vertically integrated production system, DinBiao controls key production processes 'in-house, from raw material processing through the annealing, wire drawing, cold heading, cold forming, thread rolling, heat treatment and surface treatment.

A multi-cultural team of international experts and leading specialists from China, work together to ensure world-class product quality, maximum production efficiency and customer service - unrivalled anywhere else in Asia.

http://www.dfbolt.com